
AMERICAN OIL & SUPPLY CO., 


RO«'K ISLAND VISES. 

Ail dimensions are given in im-lips. 


These \ ises have a W ronght 
Steel Slide liar, Swivel Base, Solid 
daw. 
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Hock Island Vises have do screws, pins, levers or complicated mechanism to 
r, stick or get out of order. 

-1-f.-a, PIPE VISES. 


The body and base are mal¬ 
leable, screw and handle cold 
rolled. Steel jaWH are crucible 
tool steel. 

No. Capacity. Each. 
1 tr. Pipe, % to 2M> in. $10.00 
lie pipe. 1', to 3C. in. 14.00 
117 Pipe, Va to P, in, 20.00 


This is the strongest pipe vise on the 
mat bet. No vise is better made, better 
finished or more durable. 

The jaws are crucible tool steel care¬ 
fully hardened. The front pipe jaws 
are reversible. 

Width Capacity 


No. 

Jaw. 
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Pipe. 

Each. 
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Sirivel Base—Solid Jaw. 

When the work is fastened in the 
jaws the rotation is stopped auto¬ 
matically, and will not slip. 

Width -Wt. 

No. Jaw. Opens. Lbs. Hack. 
1 IK." 2” 3 S 6.00 


Stationary Base—Solid Jaw. 
Width Wt. 


Swivel Base— Solid .Taw. 
Strictly a first-class Tool 
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Rock Island Vises have no screws, pins, levers, or complicated mechanism to 
wear, stick or get out of order. 











